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— T OF USSH INSgCTICTCSS AND ACARICIDES 


icides, showing the forelgn^pioDriet^ ° f insectIt;tdes and acar- 
equlvalent, as compiled from^efratfv^ and the Soviet 
15 October 1954 , page 168 , and-BHrT^^jfirS'i^.'f' 


foreign Pr oprietary Hame 

Mala ton 

Metacide 

Parathion or E-605 

Toxaphene 

Chlordan 

Systox 


Schradan 


USSH Equivalent 


Carbophos 1 ( "Karbofos 1”) 

A mixture consisting of 1 part of 
thiophos and 3 p^rts of metaphos 

Thiophos (''Tiofos") or NIUIF-100 

Chlorten ( "Khlorten") 


Analogous to the Soviet systemic 

l?2: X"““ ” 


Which exerts Its action on beimr 
resorbed by the plant 
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